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Bomb Near Bedroom 


Injures Navy Wife 
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CHESAPEAKE, Va., Jan. 6 
(AP>— Military investigators 

and the FBI today joined po- 
lice .and firemen trying to find 
out who planted a bomb Sun- 
day that exploded outside a 
Navy -lieutenant’s house and 
injured his wife. 

Mrs. Robert F. James Jr. 
suffered cuts and abrasions 
when the bomb exploded at 
6:30 a.m. outside the window 
of the bedroom where she was 
sleeping. It tore out a section 
of wall and roof and made a 
shambles of the brick home. 

Lt James, who said he was 


asleep in the den, and a 13- 
year-old son in another bed- 
room were not injured. 

“If you’d seen that room, 
you’d wonder how she got out 
alive/* Det. Lt. C. E. Thomp- 
son said. 

The blast was heard 5 miles 
away and neighboring homes 
were damaged, indicating “an 
explosive of unusual force,” or 
some sort of high-energy mili- 
tary-type bomb, police said. 

Police would not discuss the 
investigation, and have asked 
the James jamily not to dis- 
cuss the case. 




